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faqtrimm 

3TP&T 

Hf fts#,8 R«wrc,20n 

cRT.3TT. 2051(3?).—3Rfdi AwJ «t>Wcrt $d4d "37. 1H, 
■3TT#HHT, faUdVI M, 7HT 4 kfa? 

Tfe, ^ 600006 t, "5# kc7R7*£ Tim, artei^m 
jal'frlRi Rid I, flfkcrHt-g "# 2*600 A 4 h«uc HJT cITT Rt^fl 
^#RT HR# "HI 7& t, # HTCd 7773FK, 
flaWl ' d fa<HT dfiTrr HT g H#HeT ^T#T H# ^7Hf#d HlkPH 
^TT^H 2*600 Ri£Jd ^RHH H> 3^Hlsd H» 3n^HH 

iHRlt I 

37^ HHfH> HTTd W < m , Rogd MdldH # 3{q# HH R. 

11/2/2010-^, ftHTHT 18-8-2010 H# "forct H#72cT 

m %. h# Rrejd 3#fkpm, 2003 h# hr 68 ^ akpfdfdR 

HiR? H> fcTt( 3 i^hRi y^ii HR ^t ^ :— 

(H7) H#*ZcT ?d#T 3d7Kd rwqi^-Mkt37T&cT- 

400 nta# ^/<ri^/3t^ cn^r nq 

(T3) fldUlRd (it##37ito -gra "afe 

=FT dldV'+iWd $d4d 3<NKd "RHHHTsf HT H^<4 
400 HiHt 44l£ H> ‘SRJ 

I'lntWiTfRl fdS£d H# "^^HR# H> 3#7 

Hi HH> 3Hl4 ^ 1 

37k 37id4=h # 3 r 375^ fan? i t^r 

3Tf^fw7, 2003 H# HRT 164 3R#H ^ Rift *ifVi4i 

kh h# hth, ^ <ntf h# wid <#k totsr hr# 3rht 
*ih 7 Ht iHR "k wifnd H><# HHT t<g<.<su e t «i><# 


wfm ^ ^rq; ?tr rtI cn^f ^ wkl’ (kk^f) ^ crttt^ 
■% wtv $ icftjui) 37fkkm, i885^3m»fcr^R> 
TTikran^i ^ ti ^Fkr ^ sfofa 37 ^ ^reft 
efT^d PiHftrinad HR HR 3^k TRP^ k ITtHR ^ ^plWt I 

1. farn : c^rd^ fr d 

HR: %T HT^C 

M^ct^RFd, ^7R 

^RIH 

1 fsm : ifd^Rd 
Hrgdr: 

HR : Ttkntp?, ^fiTcnRHIRRR R5RIHHHR 
RbO ^<d, H«W.dld>^,1R735, fR^<rl+lt 

rPTRT 10.719 ^ f*R HRf ^pT, 

TFR <NHRT HR ^ WltH 

y|Rl4<u| 37lk; ^ 'JR t I 

3R, HTR 77RR, tH^d H4leR ^ TTTdHT#^ 
37RliW7, 2003 ^ HR 64 ^ d¥d »lk 
^31^% 3f|$HH ^ 3R 373^H kfRT f % iH^d STfkRm, 2003 
HK1164 ^ 3fd% ^ TTlft VTfddHl WT Hit ^ 
UTRf HTl ^017^ 37k T^RRR HRt 3THHT HTTH? ^ TR W7 

k T^rkRT HR^ d«7T T^RSR HR# ^ HHtHH ^ HR H# 

Tdifdt 3tk T<fkt (kkef) h# trr "ht# rrh k hr#h 
MhIHF 37fHfHHH, 1885 ^ 3m#d tcftHRf HTRRRH H# ft# 
H^t I H# HHTtHd Hf% «il’dUhWfiH HkH^I W?H tH^d HlkPH 
^ 3RRFRRT ^R*7NH Rft Htdf 3?kRRHH^ 

37^frd t 37«rf?I :— 
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(i) 3FJH14H 25 «pf ^ ErltJ "5KR fevMl ^TcTT ^ I 

(ii) ywifad wrf wifi ^ arr^r ^ 

W&R 3pqfe ftRFFT, 

Wlrf; TF3sq *nmpf I 

(iii) 3u4^3> ^ hiWi, art. TT^ T*q, Tprgf 3TTfc 

^ #( fi TfC^cT 31FTFT 'fi *F1 

WT T^TT I 

(iv) 400 W11Z cTTFl ^ 

<n 1 ciJ l*i *5 <i*h 441 ^>T k^b 

400' ^ 3 *l«d FT^T 

f^II dP-!HHI$ 3 Rh?u| <*>fi 
'M ^ ti cfiFf ^t 30 3raq«rc, 
2010 4> ‘MKd "4* vi'Mpflfl 7 FTT ^ \ 

(v) 44f«RT Tlkf "3^1 l^d 4> 3*3 hK*1 

4 3TT^^) ^ 15*1 H^lfeld °h(*|) | 

(vi) ^ wpfctf an4^ srcr t4^d srfafwr, 2003 
4» MMVhT 3k 3TdkT WWl ^ fk4f ^ 
3TT^T^j?U ^ SpJ’IMT 4^ 3pkT ^ I 

[ITU 11/13/2011-44*] 

r . r . ~m\x t ftiw* 

MINISTRY OF POWER 
CARDER 

New Delhi, the 8th September, 2011 

S.O, 2051(E). —Whereas M/s. Coastal Energen 
Private Limited, the Applicant, with its Registered Office at 
Buhari Towers, 7th Floor, 4, Moores Road, Chennai-600006, 
who is establishing a 2x600 MW Thermal Power Plant at 
Melamarudur Village, Ottapidaram Taluk, Tuticorin District 
of Tamil Nadu has applied for approval of the Government 
of India, Ministry of Power for the scheme “Dedicated 
Transmission Line for Coastal Energen’s 2x600 MW power 
plant in Tuticorin District Tamil Nadu”. 

And whereas Government of India, Ministry of Power 
vide letter No. 11/2/2010-PG dated 18-8-2010 had granted to 
M/s. Coastal Energen Private Limited approval under 
Section 68 of the Electricity Act, 2003 for the following works: 

(a) CoastaPEnergen’s Generation Switchyard- 
Tuticorin pooling station of PGCIL 400 kV 
D/C Quad/high capacity line. 

(b) LILO of one circuit of Tuticorin JV-Madurai 
400 kV Quad D/c line (under construction by 
PGCIL) at Coastal Energen’s Generation 
Switchyard. This would be a temporary 
measure to draw start up power as well as to 
evacuate power till commissioning of 
associated transmission system by PGCIL. 

And whereas the applicant has now requested to 
confer upon him all die powers under Section 164 of the 
Electricity Act, 2003 which telegraph authority possess 
under the Indian Telegraph Act, 1885 with respect to the 
placing of telegraph lines and posts for the purposes of a 
telegraph established or maintained, by the Government or 


to be so established or maintained for the works. The 
transmission line covered under the scheme will pass 
through, over, around and between the following villages, 
towns and cities :— 

1. District: Tuticorin 

Ti' ik : Ottapidaram 

V: es: Mel Marudur, Shanmukhapuram, Sindalkattai, 
Kumarapuram, Panchalankurichi, 
Dalavaipuram, Jagaveera Pandiyapuram, 
Kumara Ettayapuram, Eppodum Venran. 

2. District: Tuticorin 

Taluk : Ettayapuram 

Villages: Cholapuram, Ettilappanayakkan Patti, 
Manjanayakkan Patti, Keera Iral, 
Nakkalakattai, Ramanuttu, Sindalkarai. 
of approximately 10.719 km passing through agriculture 
lands of various villages, crossing over the National and 
State Highways, Railway Lines, Local Authority Area etc.; 

Now, therefore, after careful consideration, 
Government of India, Ministry of Power, confers, under 
section 164 of the Electricity Act, 2003, all the powers on 
the Applicant which telegraph authority possesses under 
the Indian Telegraph Act, 1885 with respect to the placing 
of telegraph lines aid posts for the purposes of a telegraph 
established or maintained, by the Government or to be so 
established or maintained subject to following terms and 
conditions for installing the above mentioned interstate 
transmission lines for interstate transmission of electricity, 
namely:— 

© the approval is granted for 25 years; 

(ii) the Applicant shall have to seek the consent of 
the concerned authorities i.e. local bodies, 
Railways, National Highways, State Highways 
etc. before erection of proposed lines; 

(iii) the Applicant shall have to follow regulations/ 
codes of the appropriate commission regarding 
transmission, O&M, open access etc; 

(iv) the Applicant has been entrusted with the 
responsibility of constructing the 400 kV D/c 
Quad transmission line from LILO point of one 
circuit of Tuticorin JV - Madurai 400 kV Quad 
D/c line to Coastal Energen’s Switchyard in 
Tuticorin District, Tamil Nadu. The details of 
the line are published in the Gazette of India of 
October 30,2010. 

(v) the Applicant shall operate the lines after 
approval of Chief Electrical Inspector of 
respective States; 

(vi) the approval is subject to compliance by the 
Applicant to the requirement of the provisions 
of The Electricity Act, 2003 and the rules made 
thereunder. 

[F. No. 11/13/2011-PG; 

A. A.TAZIR, Directoi 
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